DOCKETED ITEMS      43

9107290272 Provides response to notice of violation re NRC Insp Rept 50-261/91-
14.Correctwe actfonsrshift supervisor tog amended to include necessary entry into
Section 3.0 of Tech Spec LCO.

DIETZ.C.R. Consumers Power Co. 91/07/23. Document Control Branch (Document
Cotttrd Desk). 2pp. 58576:162-58576:163.

R. Periodic operating reports & related correspondence

9107170229 Monthly operating rept for June 1991 for HB RobinsoaW/ 910709 ftr,
GROOMS^., SHEPPARD.JJ. Carolina Power & Light Co. 91/06/30. 4pp. 58482:302-
58482:305.

S. Roportabfe occurrences* LERs & related correspondence

9107110119

ator room

Special repton 910611,Train B fire alarm received in Zone 1 (diesel gener-
B),resulting in actuation of fire dampers.Caused  by grout in curtain

track.preventing damper from closing.Grout removed & damper drop tested.
SHEPPARD.J.I Carolina Power & Light C    ^--------   r            ' ~    '

curtain

............           "Light Co. 91/07/02. Document Control Branch

(Document Control Desk). 2pp. 58411:066-58411:067.

9107300273 LER 91-005-01 :on 910412,boron concentration in safety injection accumu-
lator      B      discovered      below      administrative      limits.Caused      by      valve
backleakage.Specification reviewed & will be corrected.W/910725 Itr.
BAUCOM.C.T.,   SHEPPARD.JJ.   Carolina   Power   &   Light   Co.   91/07/25.   6pp.
58689:166-58689:171.

V. Operator Examinations

9107300033 Extends invitation to attend 910815 annual meeting in South San
Francisco,CA to discuss latest policy interpretations re operator licensing examiner
stds.

MILLER.LF. Region 5 (Post 820201). 91/07/23. REEDER.J. Southern California
Edison Co. 2pp. 58559:028-58559:029.

DOCKET 50-262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR

P. Operating license stage documents & correspondence

9107160189 Forwards "Decommissioning Plan for L-77 Research Reactor," per NRC
request for mod to plan.

ANDERSEN.D.F. Brigham Young Univ., Provo, UT. 91 /07/02. ADAMS.A. Non-Power
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 1p. 58470:264-
58470:287.

-9107160192 "Decommissioning Plan for L-77 Research Reactor."

* Brigham Young Univ., Provo, UT. 91 /07/02. 22pp. 58470:266-58470:287.

V. Operator Examinations

9107300033 Extends invitation to attend 910815 annual meeting in South San
Francisco,CA to discuss latest policy interpretations re operator licensing examiner
stds.

MILLER.LF. Region 5 (Post 820201). 91/07/23. REEDER.J. Southern California
Edison Co. 2pp. 58559:028-58559:029.

DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT

F. Security, medical, emergency & fire protection plans

9107020042 Forwards insp rept 50-263/91-12 on 910617-21.No violations noted.
GREGER.LR. Region 3 (Post 820201). 91/06/25. ELIASON.LR. Northern States
Power Co. 2pp. 58253:108-58253:112.

-9107020044 Insp rept 50-263/91-12 on 910617-21 .No violations noted. Major areas
inspected:physical security insp involving mat support.protected & vital area
barriers.access control, personnel.packages & vehicles.

KNICELEY.J.R.. CREED.J.R. Region 3 (Post 820201). 91/06/25. 3pp. 58253:110-
58253:112.

9107310038 EPIPs including.Rev 16 to A.2-101, "Classification of Emergencies" & Rev
7 to A.2-702, "Response to Emergency at Prairie Island." W/910726 Itr.
FEY.F.L Northern States Power Co. 91/07/26. 74pp. 58612:039-58612:113.

P. Operating license stage documents & correspondence

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107020389 Responds to Generic Ltr 89-13, "Svc Water Problems Affecting Safety-Re-
lated Equipment."

PARKERJ.M. Northern States Power Co. 91/06/27. Document Control Branch (Doc-
ument Control Desk). 3pp. 58279:317-58279:319.

9107090284 Ack receipt of response to generic Itr 89-19, "Request for Action re Reso-
lution of Unresolved Safety Issue A-47/1

LONG.W.O. Proect Directorate 111-1. 91/06/28. PARKERJ.M. Northern States Power
Co. 3pp. 58358:173-58358:175.

9107300060 Confirms 910906 meeting to discuss issues of mutual interest as requested
in 910711 telcon.Forwards meeting notice.W/o encl.

DAVIS.A.B. Region 3 (Post 820201), 91/07/23. STONE.R.H. Bechtel Power Corp.
2pp. 58559:069-58559:070.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradtoactive Sys & Result-
ing Possibility for Unmonitored,Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9107020042 Forwards insp rept 50-263/91-12 on 910617-21.No violations noted.
GREGER.LR. Region 3 (Post 820201). 91/06/25. ELIASON.LR. Northern States
Power Co. 2pp. 58253:108-58253:112.

-9107020044 Insp rept 50-263/91-12 on 910617-21 .No violations noted. Major areas
inspected:physical security insp involving mat support.protected & vital area
barriers.access control, personnel.packages & vehicles.

KNICELEY.J.R., CREED.J.R. Region 3 (Post 820201). 91/06/25. 3pp. 58253:110-
58253:112.

9107050076 Forwards revised Request for Relief 16 & second 10-yr inservice insp weld
schedule.

PARKER.T.M. Northern States Power Co. 91/06/26. Office of Nuclear Reactor Regu-
lation, Director (Post 870411). 150pp. 58337:155-58338:022.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107120111 Forwards insp rept 50-263/91-13 on 910626-27.One apparent violation
identified & being considered for escalated enforcement action.
GREENMAN.E.G. Region 3 (Post 820201). 91/07/09. ELIASON.LR. Northern States
Power Co. 4pp, 58381:211-58381:221.

-9107120120 Insp rept 50-263/91-13 on 910626-27.Violations noted. Major areas
inspected:onsite followup of unexpected reactor scram during shutdown.
DEFAYETTE.R.W. Region 3 (Post 820201). 91/07/09. 7pp. 58381:215-58381:221,

9107120130 Forwards insp rept 50-263/91-09 on 910604-0701 & notice of deviation.
RING.MA Region 3 (Post 820201). 91/07/09. ELIASON.L.R. Northern States Power
Co. 2pp. 58381:226-58381:242.

-9107120145 Notice of deviation from insp on 910604-0701,Deviation noted:licensee
failure to meet intent of generic Itr 89-10 by required date.
RING.M.A. Region 3 (Post 820201). 91 /07/09. 1 p. 58381:228-58381:228.

-9107120153 Insp rept 50-263/91-09 on 910604-0701.Deviation noted.Major areas
inspected:licensees action taken to address generic Itr 89-10, "Safety-Related Motor-
Operated Valve Testing & Surveillance."

SMITH,R.F.,  HUBER.M.P.,   DANIELSON.D.H.  Region 3  (Post 820201),  91/07/09.
14pp. 58381:229-58381:242.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107310023 Forwards enforcement conference rept 50-263/91-14 on 910710 & notice
of violations.

GREENMAN.E.G. Region 3 (Post 820201). 91/07/22. ELIASON.LR. Northern States
Power Co. 6pp. 58587:076-58587:100.

-9107310028 Notice of violation from insp on 910626-27.Violation noted: on-duty opera-
tors & shift supervisor failed to effectively monitor reactor shutdown.
GREENMAN.E.G, Region 3 (Post 820201). 91/07/22. 2pp. 58587:082-58587:083.

-9107310043 Enforcement conference rept 50-263/91-14 on 910710. Violations
noted.Major areas discussed:NRC understanding of problem & broad concerns w/
910606 reactor trip.

DEFAYETTE,R.W.,   CLAYTON.B.    Region   3   (Post   820201).   9.1/07/22.    17pp.
58587:084-58587:100.91-10.
